MAIN BUILDING 


OHIO MASONIC HOME 

SPRINGFIELD, OHIO 

First building erected on the Ohio Masonic 
Home grounds. Cornerstone laid October 19, 
1892, dedicated October 25, 1895. Contains 
administration offices, library, parlors, and 
rooms for 160 adults. 
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